TABLE III-7

ENVIRONMENT AND SAFETY
ENVIRONMENTAL CONTROL ACTIVITIES RELATED FUNDING

Division or Sub-Program

FY 1977 Funding Allocation

Related to Environmental

Control Activities

{$ in thousands)

Portion of Total FY 1977

Budget Related to
Environmental Control

Activities

(Percent)*

Biomedical and Environmental
Research

Environmental Control Technology
Operational Safety
Reactor Safety Facilities

1,196

16,777
0
0

0.7

100,0
0
0

Total

17,973

:. i

TOTAL AES FY 1977 Budget:   $222,819,000

To nearest tenth of a percentY 1977 Budget:   $2,491,406, OOP
